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Message Text 


UNCLASSIFIED 

PAGE 01 ALGIER 02972 201423Z 
ACTION XMB-04 

INFO OCT-01 NEA-10 ISO-OO EB-07 COME-OO TRSE-00 FTC-01 
/023 W 

067516/43 

P 201415Z DEC 76 

FM AMEMBASSY ALGIERS 

TO SECSTATE WASHDC PRIORITY 5632 

UNCLAS ALGIERS 2972 

E.O. 11652: N/A 

TAGS: ENRG, EGEN, AG 

SUBJECT: STATUS OF SKIKDA LNG PLANT 

REF: STATE 306868 

1 . WE UNDERSTAND THAT SKIKDA TRAINS 1, 2 AND 3 OPERATING 
NORMALLY. 

2. PRITCHARD-RHODES AND SONATRACH HAVE JUST FINISHED 
IN-DEPTH DISCUSSIONS ON SKIKDA TRANIS 4, 5, AND 6. 

RESULTS OF DISCUSSIONS ARE: 

A. PRITCHARD-RHODES IS EXPECTED TO COMPLETE SKIKDA 
TRAIN 4 WITHH CONSTRUCTION FINISHED BY JUNE 

AND TRAIN IN PRODUCTION BY JULY. 

B. PRITCHARD-RHODES HAS LOST CONTRACT FOR SKIKDA 
TRAINS 5 AND 6. 

3. KELLOGG PULLMAN (UK) EXPECTED TO PICK UP CONTRACT FOR 
SKIKDA 5 AND 6 AND HAS ALREADY APPROACHED ECGD FOR 
FINANCING. SONATRACH OFFICIAL SLATED TO DEPART FOR 
LONDON IN NEXT FEW DAYS FOR DISCUSSIONS ECGD. 

LYNE 
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